Mr. McGregor stated that he issued Citation No. 2237048,
after finding some holes approximately a foot in diameter at
the top of the storage bin near the No. 91 belt tail pulley.
He took a photograph of the cited conditions at the time of
the inspection.  He stated that persons had to be in the area
to grease the pulley or to clean up, and that they could fall
thru the openings and onto the tail pulley.  The tail pulley
was the same one cited as Citation No. 2237047.  He believed
the citation was "S&S" because if left uncorrected, it was
reasonably likely that an accident with injury would occur.

On cross-examination, Mr. McGregor confirmed that the
holes in question were located on the same side of the No. 91
conveyor point as were the pinch points cited in that case,
and that he crossed over the belt to take the picture
(exhibit P-10).  He was told that the holes were there to
facilitate the shovelling of spilled material into the silo
tank (Tr. 175).  He considered the area to be a travelway
because work had to be done there (Tr. 176).  While he saw no
one at the location during his inspection, he did see evi-
dence that recent clean up had taken place, and this led him
to conclude that people were at the cited location (Tr. 178),
He conceded that the holes would cut down the necessity for
someone going to the area to clean up, but he saw nothing to
prevent anyone from steping into .the holes, and he did not
consider the conveyor belt itself to be a barrier (Tr. 181).

Respondent's representative conceded that someone had to
be in the area where the holes were observed to clean up any
excess belt spillage that did not go down the holes, and that
this person would probably be in the area at least once a
month.  However, he stated that this person would be tied to
a safety line because the area is so high up (Tr. 222-223).

Mr. McGregor confirmed that he issued Citation No.
2237057 after finding loose ore rocks, trash, tools, and
debris on the elevated walkways and underground declines.  In
view of the bad footing on the walkways, he believed that the
cited materials presented a slipping and falling hazard.  If
a person slipped or fell on the metal walkways, different
types of injuries could result.

Mr. McGregor stated that the inclines were at approxi-
mately 20 to 25 degrees, and while it was possible that some-
one could fall off the walkways, he did not believe that this
was probable.  He stated that there were places where a per-
son could fall 50 to 75 feet, and since the cited areas were
exposed to the weather and it had rained at least once during
the day of the inspection, this contributed to the hazard.
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